Message 


From: Salemi, Charles (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=CH ARLES.SALEMI] 

Sent: 1/7/2010 9:39:42 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=Julianne. Nassif] 

CC: O'Brien, Elisabeth (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=Elisabeth.O'Brien] 

Subject: RE: December Chemist report 


Hi Julie, Betsy showed me the finalized chemist monthly output report for December. We are concerned about the 
numbers for the various chemists and would like to discuss the situation with you. Thanks CBS 


From: Nassif, Julianne (DPH) 

Sent: Thursday, December 31, 2009 1:49 PM 

To: Rubin, Alan (DPH); Salemi, Charles (DPH); Hanchett, James (DPH) 

Subject: FW: 2010 Temp Chart 


fyi - may be useful 

From: Gauthier, Cheryl (DPH) 

Sent: Thursday, December 31, 2009 1:46 PM 

To: Stiles, Tracy (DPH); Swanson, Tanya (DPH); Konomi, Raimond (DPH); Chen, Karen (DPH); Hennigan, Scott (DPH); 
Belanger, Peter (DPH); Krumholz, Glenn (DPH); Heckman, Caley (DPH); Kazianis, Arthur (DPH); Jenner, Jennifer (DPH); 
Clemmer, Jill (DPH); Conley, Caryn (DPH); Connolly, Lawrence; Borne, Alan (DPH) 

Cc: Han, Linda (DPH); DiNatale, Margaret (DPH); Nassif, Julianne (DPH); Caloggero, Dina (DPH) 

Subject: 2010 Temp Chart 
Good afternoon, 

In preparation for the new year I am attaching a 2010 Temperature Chart for your use. Please feel free to circulate as 
needed. 

Happy New Year! 

Cheryl 

Director, Bioterrorism Response Laboratory 

MA Department of Public Health 

305 South Street 

Jamaica Plain, MA 02130 

offic e: 617-983-6266 

cell: ■■■Hi 
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